ETag: "7ced3b2a1e4ef7ebb9d4bcdb88816365"
accept-encoding: identity
authorization: AWS wEnuXrqrUECRSr5A:REDACTED_BY_IA_S3
connection: close
content-length: 3616446
content-md5: fO07Kh5O9+u51LzbiIFjZQ==
content-type: application/pdf
date: Wed, 17 Oct 2012 21:52:08 GMT
expect: 100-Continue
host: usgswaterresourcesnewyork-ri_7.s3.us.archive.org
user-agent: Boto/2.6.0 (linux2)
x-archive-meta-collection: usgswaterresourcesnewyork
x-archive-meta-date: 1969
x-archive-meta-description: Water availability in urban areas of the Susquehanna River basin -- A preliminary appraisal New York State Water Resources Commission Report of Investigation RI-7, 24 p.
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-source: http://onlinepubs.er.usgs.gov/djvu/Misc/ri_7.djvu
x-archive-meta01-creator: MacNish, R.D., R
x-archive-meta02-creator: all, A.D.,
x-archive-meta03-creator: Ku, H.F.H
x-archive-queue-derive: 0
